FIRST  METHODIST  CHURCH,    FORT  WORTH,    TEXAS  24 


This    ^1,000,000.00    structure,   located    on  the 
corner  of   5th  8C  Florence  Streets,   covers  more 
than   a   block.      Seating   capacity   of  auditorium 
2000;     p  5,000.00    organ;     automatic  Deagai^<OM 
Chimes  in  tower;  and  outdoor  assembly  betweij'^  ' 
two  wings  at  the  left. 


